Negligence

With the exception of Citation No,  917651,   the record establishes  that
all of the remaining citations constituted ordinary negligence and resulted
from the respondent's  failure  to  exercise reasonable care.    With regard
to citation 917651,   the record reflects that the negligence was low inasmuch
as the cited loose cable bushing resulted from inadvertent machine
vibration.

faith T compliance

With regard to Citation No.   917639,  respondent demonstrated extraordinary
good faith compliance by immediately removing power from the equipment
and repairing the cable insulation.    The same applies for Citations 917640
and 917643, where the  respondent Immediately removed the equipment
from service and installed a guard on the feeder coupler,  and immediately
placed an identification tag on the cat head.    As for the remaining
citations,  the record establishes  that the respondent demonstrated good
faith compliance by correcting all of the cited conditions and practices
within the times specified by the  inspectors.

History of prior violations

For purposes of  this docket,   the parties stipulated that respondent
has four prior violations of section 75.515,  one prior citation of section
75.807,  and no prior citations  for the remaining cited mandatory standards.
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Citation No.   917753, March 6,   1981,   citing 30 CFR 75.515, was vacated
by MSHA on June 1,  1981,  after completion of a further investigation.

With regard to  the remaining 19 violations,  four were issued for
inadequate guards on belt conveyor pulleys;  eleven were for improper
motor cable bushings,   lack of insulators on cables,  and failure to guard
power cables;  two were for missing bolts on a motor and a scoop;  one
for failure to provide a good fire extinguisher on a belt conveyor;  and
one roof control violation for loose roof bolts.    The parties stipulated
that all of the violations occurred,   and all of the citations are AFFIRMED.

Gravity

Except for citations 917750,  917751,   917755,   and 917761,  which the
parties agreed were serious,   the gravity regarding 15 of the remaining
citations was low,   and one involved moderate gravity.    All of these
concerned improbable nonserious hazards.

1178obability of harm occurring
